OFFICE DIVIDER 
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OFFICE DIVIDER • A companion system of lower height 
partitions to the ceiling high and cornice high Thinwalls 
Series. 
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COMPLETE MODULAR RANGE: 

Widths from 12" to 72" (in 6" Increments) 


... A high degree of low cost 
privacy. Ideal for supervisors and 
department heads. 

39" high lower panel 
28" high insert (glass, etc.) 


Series FS-3-G 68" High 


THINWALL ADAPTABILITY • 


NOW -- Office Dividers in enameled steel 
or wood grain plastics. 


DESIGNER SERIES 



Available in Standard in stock Plastic 
Grained Walnut. Other Patterns avail¬ 
able upon request. 


STEEL SERIES 



Nearly every color schedule can be 
accented by the use of Thinwalls in 
one of nine standard colors. Other 
colors available when required. 


OFFICE 

DIVIDER 

THINWALLS 


are designed not 
to interfere with 
existing lighting, 
heating, or air con¬ 
ditioning equip¬ 
ment. Closed bases 
can be furnished 
when required. 



OFFICE DIVIDER GAT 



Available in 30” or 36" widths . . . 

Your choice of steel painted or grained p 
All Office divider gates and doors are com 
and butts. 



























































































































Series FS-5-G 68" high 

The use of the 52" high lower 
panel is ideal where conventional 
four drawer files are used. 
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SIMPLIFIED INSTALLATION 

Re-arrangement can be done with your own 
personnel at your convenience. 




:S AND DOORS 
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letely equipped with hardware 
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HIGH 
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TOTAL INTERMEM BERING 


Never before in the Office 
equipment industry has the 
partition modular concept 
offered such total flexibil¬ 
ity. Office Divider Thin- 
walls can be readily inter- 
membered with ceiling 
high Thinwalls — Designer 
Series to the Steel Thinwalls 
— Glass Curtain walls to 
flush walls — Regardless of 
the requirement in layout— 
Thinwall is flexible enough 
to handle the job. 
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A striking divider for all areas, where 
appearance as well as privacy is a 
requisite. 
















































































































































Series FS-3-G 54" high 

Ideal for space division in secretarial 
and accounting areas. 



ATTRACTIVE APPEARANCE 

Handsomely styled in contemporary 
concept - crisp and clean in every detail. 




Lower panel is 39" high with 14* 
of glass or other insert above. 


ERECTION 

and 

RE-ARRANGEMENT 
by Your Own 
Maintenance Men 


(or by your Nationwide Distributors) 

Adanlock's exclusive "Power Pac" 
spring loaded stud is the reason all 
Thinwalls are easily erected. These 
simply screw into the tubular posts 
and the panel is snapped into place. 
Simple 1-2-3 erection actions will save 
you many hours and money when you 
have to relocate Thinwall Office Di¬ 
viders to compensate for layout 
changes. 

Illustrated (at right) are the basic 
erection steps. 
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1—Connect panels and post to erected unit. 

Levelling devices are incorporated in each post to com¬ 
pensate for uneveness in floors. Level each unit as it is 
installed. 


2—Installation of insert. 

Adanlock features — "Side insertion". 
No need to raise insert above the 
height of the post. Simply place one 
side of insert into channel and pivot 
insert into place. 
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A wide selection of upper 
inserts provide the "finish¬ 
ing touch" and customizes 
the area to the individual 
requirements. 



ACOUSTICAL 


STEEL 


PASS THRU INSERTS 


SLIDING GLASS 
(clear or broadlite) 


ADDITIONAL 



SERIES 


These additional Thinwall 
Series enable you to com¬ 
pletely divide any area to 
your specific need result¬ 
ing in a total concept pro¬ 
gram. 


CORNICE HIGH AND CEILING HIGH IN ENAMELED 
STEEL OR DESIGNER SERIES. 
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CORNICE 

HIGH 


CEILING 

HIGH 



Both of these series are available in 
an infinite variety of panel-glass 
combinations. — 

Glass curtain walls. 

Flush walls. 

Panel and glass walls. 
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OFFICE DIVIDER 

Handsomely designed, flush crisp lines, just 1 3 A" thick creates a trim, 
modern appearance. 

For full details see your Adanlock Dealer or call the Adanlock Sales 
Office and Factory. 

ADANLOCK JAMESTOWN CORP 

JAMESTOWN, NEW YORK 


DISTRIBUTED BY: 


























































